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GENERAL  DIRECTIONS 

Be  Prompt 

All  members  of  the  party  are  required  to  report 
promptly  at  the  appointed  lime  and  place.  Instructors 
will  call  the  roll  at  each  place  visited  and  any  student 
absent  from  roll  call  will  not  be  permitted  to  join 
the  party  until  the  time  for  the  next  event  on  the 
itinerary.  Absence  from  roll  call  is  sufficient  justifi- 
cation for  the  dismissal  of  the  student  from  the  party, 
and  for  reporting  him  to  the  proper  authorities  at 
the  University. 

Hotel  arrangements  for  the  party  will  be  made 
in  advance.  Students  may  be  permitted  to  make 
other  arrangements  for  locking,  when  such  request 
seems  reasonable  to  the  instructor  in  charge.  Report 
of  all  such  changes  in  lodging  will  be  made  by  the 
instructors  in  charge  at  the  close  of  the  trip. 

Be  Courteous 

Permission  to  visit  the  several  places  listed  in 
the  itinerary  is  a  courtesy  extended  to  the  University 
which  involves  some  expense  and  trouble  to  the  manage- 
ment of  these  companies.  ^  Members  of  the  party 
should  be  appreciative  of  this  fact  and  conduct  them- 
selves properly  as  representatives  of  the  University 
It  is  particularly  desirable  that  everyone  refrain  from 
smoking  within  the  confines  of  the  plants  visited  and 
that  all  fully  observe  pos:ed  regulations. 
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Any  student  who  fails  to  conduct  himself  properly 
during  an  inspection  trip  will  be  reported  to  the  Uni- 
versity Committee  on  Discipline. 

Since  the  University  can  have  no  proper  control 
over  others  than  those  in  regular  attendance  during 
these  trips,  friends  of  students  will  not  be  allowed  to 
accompany  the  party  except  by  permission  previously 
obtained  from  the  instructor  in  charge.  This  privilege 
will  be  extended  only  in  rare  instances  and  when  the 
reasons  for  the  request  seem  fully  sufficient. 

Be  Careful 

While  members  of  the  faculty  who  are  in  immediate 
charge  of  these  trips  will  make  every  effort  to  provide 
for  the  comfort  and  safety  of  the  students  in  the  party, 
there  is,  of  course,  some  slight  element  of  personal 
danger  on  railway  trains,  street  cars,  and  in  plants 
visited.  Neither  the  owners  of  the  plants  visited,  the 
University,  nor  members  of  the  faculty  can  assume  any 
responsibility  for  accidents  which  may  occur  to  students 
during  the  trip.  Proper  care  and  deportment  at  all 
times  will  greatly  reduce  the  possibility  of  accidents. 

Be  Observing 

Inspection  trips  are  required  because  it  is  believed 
that  the  educational  advantages  resulting  from  the 
inspection  of  large  industrial  enterprises  fully  justifies 
the  time  and  expense  involved.  To  realize  this  ideal, 
however,  students  must  use  every  endeavor  to  secure 
a  correct  impression  of  the  places  visited,  an  appreciation 
of  the  general  nature  of  the  plant  inspected,  and  of 
its  product,  rather  than  of  minor  details. 

Each  student  will  be  required  to  submit  an  accept- 
able report  of  the  trip  to  the  head  of  his  department 
or  to  pass  an  examination  to  determine  the  extent  and 
accuracy  of  the  information  secured,  on  or  before 
December  1,  1920. 

Railroad  and  Hotel  Service 

Regular  train  leaves  Champaign  for  Chicago  at 
3:10  a.  m.,  Monday,  November  22  from  the  I.  C. 
station.     No  special  railroad  rates  have  been  granted. 

4 


The  Chicago  headquarters  during  the  trip  will  be  at 
the  Fort  Dearborn  Hotel,  corner  of  Van  Buren  and  La 
Salle  streets.     Rates  have  been  made  as  follows: 

One  person — $2.50  with  private  toilet  and  running 
water,  $3.00  with  private  bath;  two  persons — $3.50 
with  private  toilet  and  running  water,  $4. 00  with  private 
bath. 

The  Milwaukee  headquarters  will  be  at  the  New 
Plankinton  Hotel,  W.  Water  and  Sycamore  streets. 
Rates  have  been  made  as  follows: 

One  person — $2.50  without  bath,  $3.00  and  up  with 
bath;     two  persons- $2.00  or  $2.50  each. 

Trains  returning  to  Champaign  leave  12th  Street 
Station  at  4:50  p.m.,  6:15  p.m.  and  8:15  p.m.  Wednesday 


CERAMIC  ENGINEERING 

Monday,  Noveml  er  22 

7:30  a.  m.      Assemble  at  fort  dearborn  hotel,  Van 

Buren  and  LaSalle  Sts. 
8:00  a.  m.      Arrive   at   northwestern   terra   cotta 
CO. ,  2545  Clybourn  Ave. 
10:15  a.m.     Arrive    at    Chicago    pottery    CO.,    1924 
Clybourn  Ave. 
1 :00  p.  m.     Arrive    at    midland    terra    cotta    co.  , 

Cicero. 
3:30  p.  m.     Arrive  at  coonley  mfg.  CO.,  Cicero. 
10:00  p.  m.     Take   Rock   Island  train   at  LaSalle   St. 

Station  for  Ottawa. 
12:12  p.  m.     Arrive     at     Ottawa.     Go     to    the    new 

CLIFTON   HOTEL. 

Tuesday,  November  23 

8:00  a.  m.     Arrive  at  national  plate  glass  co. 
10:30  a.  m.      Arrive  at  national  fire  proofing  CO. 
12:00  Noon    Lunch   by   invitation   of   national  fire 

PROOFING  CO. 

Take  car  for  Streator. 

Arrive    at    Streator.         Visit    streator 

co. 

Arrive  at  streator  drain  tile  co. 

Take  car  to  Ottawa. 

Wednesday,  November  24 

Take  car  to  Streator. 

Arrive  at  Streator.     Check  baggage. 

Arrive  at  western  glass  co. 

Arrive  at  American  bottle  co. 

Arrive  at  streator  clay  mfg.  co. 

Take  C.  &  A.  train  for  Dwight.  Con- 
nections for  Champaign  via  Bloomington  and 
Big  Four. 
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CIVIL  ENGINEERING 

Monday,  November  22 
5:45  a.  m.      Assemble    in    lobby    of    fort    dearborn 

hotel  for  roll  call  and  general  instructions. 
6:00  a.  m.      Leave  LaSalle  Street  Station  on  New  York 

Central  Railroad  (train  162)  for  Gary,  Indiana. 

Go  to  plant  of  Illinois  steel  company. 
12:30  p.  m.     Luncheon  at  Y.M.C.A   Cafeteria,  Gary. 
1:30  p.  m.     Take   motor  bus  to   plant   of  American 

bridge  company,  Curtis. 
5:16  p.  m.     Take  train  at  flag  stop  at  lower  end  of 

shipping  yard  for  Chicago. 

Tuesday,  November  23 
8:00  a.  m.      Assemble    in    lobby    of    fort    dearborn 

hotel    for    roll    call    and    general    instructions. 
8:30  a.m.      mc  cormick  theatre    at    Randolph    and 

Dearborn  Streets. 
9:30  a.  m.     ambassador  theatre  at  State  and  Lake 

Streets. 
10:30  a.  m      wrigley  building  near  Michigan  Boule- 
vard bridge. 
11:45  a.  m.      Get  lunch  at  any  convenient  place  near 

LaSalle  Street  Station. 
12:30  p.  m.     Leave    LaSalle    Street    Station    on    Rock 

Island  Railroad  for  Auburn  Park,  78th.   Street, 

to  inspect  track  elevation. 
4:30  p.  m.     Informal  talk  by  mr    Robert  h.    ford, 

Asst.   Chief  Engineer,  Rock  Island  Railroad  ,on 

"the  economics  of  the  railway  question.  " 
Wednesday,  November  24 
8:40  a.  m.      Assemble    in    lobby    of    fort    dearborn 

hotel    for    roll    call    and    general    instructions. 
9:00  a.  m.      Take  City  Launch  at  south  end  of  State 

Street  bridge  for  trip  on  Chicago  River  to  inspect 

movable  bridges.     Luncheon  at  noon. 
3:00  p.  m.     Leave     launch     at     Chicago  reduction 

PLANT. 

4:00  p.  m.     Arrive    at     filtration    plant,    Chicago 

Union  Stock  Yards. 
5:30  p.  m.     Arrive  at  39th.  street  sewage  pumping 

station. 

7 


ELECTRICAL  ENGINEERING 

Monday,  November  22 

5:20  a.  m.     Leave  Champaign  by  Illinois  Central  R  R. 

8:45  a.  m.      Arrive  at  Chicago.     Proceed  by  Wabash 

Ave.    car   to   Van   Buren    St.     Transfer   to   La 

Salle  Station.     Walk  to  235  W.   Jackson  Blvd. 

9:00  a.  m.      Arrive  at  Demonstration  Room,  national 

X-RAY      REFLECTOR      COMPANY. 

9:30  a.  m.      At  Quincy  St.  elevated  station  take  Logan 
Sq.  train.     Off  at  California  Ave.,  taking  north 
bound  surface  car. 
10:00  a.  m.      Arrive  at  Northwest  generating  station  of 

COMMONWEALTH   EDISON   CO. 

12:00  Noon    Take  south  bound  surface  car,  transfering 

to  Hawthorne  Car. 
12:45  p.  m.     Arrive  at  works  of  the  western  electric 
CO.,  Hawthorne. 
1:00  p.  m.     Lunch  by  invitation  of  the  Company. 
2:00  p.  m.      Inspection  of  works. 
4:45  p.  m.     Take  elevated  cars  for  loop. 
7:00  p.  m.     Leave   Goodrich   pier,   foot   of   Michigan 
Ave. ,  by  steamer  for  Milwaukee. 
Tuesday,  November  23 
6:00  a.  m.      Arrive  at  Sycamore  St.,  Milwaukee. 
7:15  a.  m.      Breakfast  on  Grand  Ave., 
8:15  a.  m.      Take  special  street-car  at  Public  Service 

Station,  Sycamore  St.  for  West  Allis. 
8:45  a.  m.     Arrive  at  works  of  allis-chalmers  com- 
pany. 
12:00  noon     Take  special  car  for  substation   of  Mil- 
waukee ELECTRIC  RAILWAY  &  LIGHT  CO., 
12:50  p.  m.     Return  by  special  car  to  allis-chalmers 
club. 
1:15  p.  m.     Lunch    by    invitation    of    Allis-Ch aimers 

Manufacturing  Company. 
2:15  p.  m.     Take  special  car  for  Central  Ave. 
3 :00  p.  m.     Arrive  at  works  of  westinghouse  Lamp 

CO. 
5:00  p.  m.      Take  cars  down  town. 
8:00  p.  m.     Leave  Sycamore  St.,  by  Goodrich  Steamer 

for  Chicago. 
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Wednesday,  November  24 

6:00  a.  m.     Arrive  at  Chicago. 

7:00  a.  m.     Leave   LaSalle   station   by    Rock    Island 

train  for  Joliet.     A  party  ticket  will  be  provided. 
8:30  a.  m.     Arrive  at  Joliet.     Check  grips  at  Traction 

Station. 
8:45  a.  m.      Arrive    at    Joliet    works,    ILLINOIS  steel 

company. 
10:30  a.  m.     Enter  works  of  American  steel  &  wire 

CO. 
12:30  p.  m.     Lunch  at  Illinois  Steel  Company  restau- 
rant. 

1:15  p.m.      Take  Lockport  street-car. 

1:50  p.  m.     Arrive    at    hydro-electric  generating 
station  of  the  sanitary  district. 

3:15  p.  m.     Leave  Power  House  for  joliet. 

4:00  p.  m.     Take  special  car  for  matteson. 

5:50  p.  m.     Leave  Matteson  by  Illinois  Central  R  R. , 
south  bound. 

8:45  p.  m.     Arrive  at  Champaign,  111. 


MECHANICAL  ENGINEERING 

Monday,  November  22 

8:00  a.  m.     Assemble  at  the  fort  dearborn  hotel, 

Van  Buren  and  LaSalle  Sts. 
8:45  a.  m.     Inspect  the  of  the  corwith  plant  of  the 

CRANE   CO. 

1:30  p.  m.      Inspect  the  power  plant  of  the  conway 

building,  corner  of  Washington  and  Clark  St. 
4:00  p.  m.     Leave    the    North    Western     Station    for 

Milwaukee,  Wisconsin,  arriving  hhere  at  6:15  p. 

m.    Proceed  to  tie  new  plankinton  hotel 
8:00  p.  m.     Leave  the  hotel  for  the  commerce  street 

station  of  the  Milwaukee  electric  railway 

AND   LIGHT   CO. 

Tuesday,  November  23 

8:15  a.  m.  Leave  the  Public  Service  Building  via 
special  street  car  for  a  visit  to  the  plant  of  the 
ALLIS  CHALMERS  CO. ,  at  West  Allis. 

1:00  p.  m.  Lunch  at  allis-chalmers  club  on  invi- 
tation of  the  Allis-Chalmers  Co. 

2:15  p.  m.      Inspect   the   plant   of   the   pawling  and 

HARNISCHFEGER   CO. 

3:30  p.  m.     Leave  the  Pawling  and  Harnischfeger  Co. 

for  the  falk  CO. 
5:00  p.  m.     Leave  the  Falk  Co.   for  down  town. 

Wednesday,  November  24 

8:15  a.  m.^  Assemble  at  the  Van  Buren  St.  Suburban 
Station  and  take  a  South  Chicago  Express. 
Inspect  the  south  works  of  the  Illinois  steel 

CO. 
12:00  Noon    Leave  the  plant  of  the  Illinois  S:93l  C). 
and    take    Illinois    Central    suburban    train    for 
down  town. 
2:00  p.  m.      Inspect    the    refrigerating    plant    of    the 

BEATRICE  CREAMERY  COMPANY. 

5:00  p.  m.      Return  down  town  and  disband. 
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MINING  ENGINEERING 

Monday,  November  22 

4:23  a.  m.      Leave  Champaign,  Big  Pour  R.  R. 
5:52  a.  m.      Arrive  at  Bloomington. 
6:10  a.  m.      Leave  Bloomington,  Illinois  Central  R.R. 
8:11  a.  m.     Arrive     at     Oglesby.     Visit     marquette 
cement  CO.  mine  and  plant.     Visit  quarry  and 

plant   of   LEHIGH   PORTLAND   CEMENT   CO.       Lunch 

by  invitation  of  the  Lehigh  Portland  Cement  Co. 

2:00  p.  m.     Walk  to  black  hollow  mine,  inspecting 

the  lasalle  anticline.     Leave  Oglesby  by  taxi 

for    LaSalle.     Spend    night    at    lasalle  mine 

RESCUE   STATION. 

Tuesday,  November  23 

7:30  a.  m.     Visit    union    mine    of    lasalle    county 

CARBON  COAL  CO. 

1 :00  p.  m.     Visit    matthiessen    and    hegeler    zinc 

CO.  works  and  mine. 
7:01  p.  m.     Leave  LaSalle  by  Rock  Island  R.R. 
9:40  p.  m.     Arrive  at  Chicago.     Go  to  fort  dearborn 

hotel. 

Wednesday,  November  24 

8:00  a.  m.      Leave  Van  Buren  St.   station  by  Illinois 

Central  suburban  train. 
8:20  a.  m.     Arrive  at  South  Chicago.     Visit  Illinois 

steel  CO.  offices  and  works. 
1:00  p.m.     Visit    offices    of    peabody  coal  co.    and 

Roberts  and  schaefer  in  McCormick  Building. 
6:15  p.  m.  Leave  Chicago  by  Illinois  Central  R.R. 
9:25  p.  m.     Arrive  at  Champaign. 
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MUNICIPAL  AND  SANITARY  ENGINEERING 
Monday,  November  22 

7:30  a.  m.     Assemble  at  the  fort  dearborn  hotel. 

7:45  a.  m.  Take  elevated  train  in  Loop  for  Wilson 
Avenue. 

8:15  a.  m.  Leave  elevated  station  at  Wilson  Avenue 
and  proceed  to  lakeview  pumping  station. 

10:15  a.  m.      Take  elevated  train  at  Wilson  Ave.   for 

EVANSTON   FILTRATION   PLANT. 

11:15a.  m.     Arrive  at  evanston    filtration    plant. 

1:19  p.m.  Leave  Central  Street,  Evanston  on 
Chicago,  North  Shore  and  Milwaukee  Electric 
Railroad    for    great    lakes     naval    training 

STATION. 

1:57  p.  m.     Arrive  at  great  lakes. 

4:43  p.  m.     Leave  great  lakes  for  Waukegan. 

5:00  p.  m.  Arrive  Waukegan  and  proceed  to  pump- 
ing station. 

8:59  p.  m.  Leave  Waukegan  on  Northwestern  Rail- 
way for  Milwaukee. 

10:15  p.  m.     Arrive  at  Milwaukee  and  proceed  to  the 

NEW   PLANKINTON   HOTEL. 

Tuesday,  November  23 

8:00  a.  m.  Report  at  the  City  Hall  at  the  office  of  the 
Chief  Engineer  Milwaukee  Sewerage  Commis- 
sion to  inspect  experimental  sewage  testing 
station  and  sewer  work  under  construction. 

1 :00  p.  m.  Report  at  the  City  Hall  at  the  office  of  the 
City  Engineer  to  inspect  waterworks  pumping 

STATION   AND   GARBAGE   REDUCTION   PLANT. 

6:00  p.  m.  Take  Northwestern  Railroad  train  to 
Chicago. 
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Wednesday,  November  24 

7:45  a.  m.  Take  Illinois  Central  Surburban  Express 
at  Van  Buren  St.,  for  115th  Street  and  South 
Park  Avenue. 

8:45  a.  m.      Arrive  at  115th  Street  and  South  Park 
Avenue. 
10:45  a.  m.      Leave  115th  St.  and  South  Park  Ave.  on 
I.  C.  suburban  for  63rd  Street,  Woodlawn  Station 
and  take  car  for  Chicago  municipal  shops. 
12:30  p.  m.     Arrive  at  Chicago  municipal  shops. 

3 :00  p.  m.     Arrive  at  Chicago  reduction  plant. 

4:00  p.  m.  Arrive  at  filtration  plant  ,chicago 
union  stock  yards. 

5:30  p.  m.     Arrive  at  39th  street  sewage  pumping 

STATION. 
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RAILWAY  ENGINEERING 

Monday,  November  22 

5:20  a.  m.      Leave  Champaign  by  Illinois  Central  R.R. 

8:45  a.  m.  Arrive  at  Chicago.  Proceed  by  Wabash 
Ave.  car  to  Van  Buren  St.  Transfer  to  LaSalle 
Station.     Walk  to  235  W    Jackson  Blvd. 

9:00  a.  m.      Arrive  at  Demonstration  Room,  national 

X-RAY   REFLECTOR   COMPANY. 

9 :30  a.  m.     At  Quincy  St.  elevated  station  take  Logan 
Sq.  train.     Off  at  California  Ave.,  taking  north 
bound  surface  car. 
10:00  a.  m.      Arrive  at  Northwest  Generating  Station 

Of  COMMONWEALTH   EDISON   COMPANY. 

12:00  noon.     Take    south    bound    surface    car    trans- 
ferring to  Madison  St. 
1 :00  p.  m.     Arrive  at  West  End  Ave.  shops  of  Chicago 

SURFACE   LINES. 

1:15  p.  m.  Lunch  on  Springfield  Ave. 

1 :30  p.  m.  Inspection  of  shops. 

5:00  p.  m.  Take  surface  cars  for  Loop. 

7:00  p.  m.  Leave   Goodrich   pier,   foot   of    Michigan 

Ave.,  by  steamer  for   Milwaukee. 

Tuesday,  November  23 

6:00  a.  m.      Arrive  at  Sycamore  St.,  Milwaukee. 

7:15  a.  m.      Breakfast  on  Grand  Ave. 

8:00  a.  m.      Take  special  street-car  at  Public  Service 

Station,  Sycamore  St.  for  West  Allis. 
8:45  a.  m.      Arrive     at     works     of     allis-CHALMERS 

company. 
12:00  noon     Take  special  car  for  Substation  of  Mil- 
waukee electric  railway  &  light  CO. 
12:50  p.  m.     Return  by  special  car  to  allis-chalmers 

club. 
1:15  p.  m.      Lunch    by    invitation    of  Allis-Chalmers 

Manufacturing  Company. 
2:15  p.  m.     Take  special  car  for  Sycamore  St. 
3:00  p.  m.     Leave  station  at  6th  and  Sycamore  Sts. 

for  Lake  Bluff  over  the  Chicago,  North  Shore 

and  Milwaukee  Railroad. 
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• :  1 6  p.  m.  Arrive  at  Lake  Bluff.  Inspect  the  Auto- 
matic Substation  of  the  Chicago,  north  shore 

AND  MILWAUKEE  RAILROAD. 

5:16  p.  m.  Leave  Lake  Eluff  for  Chicago  over  the 
Chicago,  North  Shore  and  Milwaukee  Railroad. 

6:31  p.  m.  Arrive  at  Randolph  and  Wells  Streets, 
Chicago. 

Wednesday,  November  24 

7:00  a.  m.  Leave  LaSalle  station  by  Rock  Island 
suburban  train  for  Joliet.  A  party  ticket  will 
be  provided. 

8:30  a.  m.  Arrive  Joliet.  Check  grips  at  Traction 
Station. 

8:45  a.  m.      Arrive    at    Joliet    works,    Illinois  steel 

COMPANY 

10:30  a.  m.      Enter  works  of  American  steel  &  wire 

COMPANY. 

12:15  p.  m.  Lunch  by  invitation  of  Illinois  Steel  Com- 
pany. 

1:00  p.  m.      Take  Lockport  street-car. 

1 :30  p.  m.  Arrive  at  hydro-electric  generating 
station  of  sanitary  district. 

3:15  p   m.     Leave  Power  House  for  Joliet. 

4:00  p.  m.     Take  special  car  for  Matteson. 

5:50  p.  m.  Leave  Matteson  by  Illinois  Central  R.R. 
south  bound,  for  Champaign. 

8:45  p.  m.      Arrive  Champaign,  111. 
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DEPARTMENT  OF  CERAMIC  ENGINEERING 

Faculty 

Professor  R.  K.  hursh. 


E.  B.  BAKER 


R.  E.  ARNOLD 
H.  R.  BORLAND 
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Special 
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MR.  E.  E.  MICHAELS. 

Seniors 


J.  C.  ALLMAN 

J. 

P.  LAWLOR 

C.  H.  BARTLETT 

H. 

H.  MAIN 

M.  P.  BENSON 

F. 

W.   MEZEK 

M.  D.  CATTON 

A. 

J.   MITCHELL 

P.  V.  COTTINGHAM 

H. 

J.  MOCK 

E.  K.  CUNLIFFE 

H. 

H.  OSBORN 

J.  P.  CUNNEA 

A. 

C.  REHNQUIST 

W.  B.  FAIRBAIRN 

K. 

H.  SIECKE 

D.  FONSECA 

C. 

E.  SMITH 

L.  GAULT 

R 

STREHLOW 

L.  J.  GEIERMANN 

J. 

R.  STUBBINS 

A.  0.  HALVORSEN 

R. 

R.  TUSHEK 

J.  G.  HARRINGTON 

E. 

J.  WESTCOTT 

L.  C.  HERWIG 

L. 

N.  WHITE 

A.  W.  HINDS 

P. 

W.  WOOD 

C.  JENKINS 

E. 

L.  ZIMMER 
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DEPARTMENT  OF  ELECTRICAL  ENGINEERING 

Faculty 

Professor  ellery  b.  paine 
Professor  edward.  h.  waldo 

Giaduate  Students 


M.   FUKUDA 

YOSO  NAITO 

Seniors 

W.   F.   ANDERSON 

R.  E.  LACKLAND 

F.   C.  ARMSTRONG 

0.  T.   LAUBE 

L.  R.  BEAUMAN 

D.  R.  MAXSON 

L.  J.  BATTEY 

D.  W.   MAYHUE 

C.  L.  BROOKS 

E.  L.  MC  CLURE 

W.   R.  BURNELL 

F.  D.  MORGAN 

F.  H.  CHASE 

A.  M.  MUELLER 

M.  H.  COOK 

W.   P.   NELSON 

P.  D.  CORNELISEN 

R.  L.  PENTLAND 

I.  R.  CUMMINGS 

A.  G.  PEREZ 

H.  B.  DAY 

L.  M.  PLYM 

R.  J.  DONALDSON 

L.  W.  ROBINSON 

P.  H.  DONOHOE 

A.  L.  SAGENDORPH 

L.  A.  DREW 

B.  T.   SHAW 

A.  A.  FLICK 

C.  C.  SMITH 

K.  GRAY 

H.  G.   SNOOK 

H.  J.  HERMANN 

H.  W.   SNYDER 

H.  P.  JENNETT 

N.  R.  STRYKER 

F.   J.  JIRKA 

L.  A.  WEST 

R.  L.  KEMLER 

H.  WIERSEMA 

W.  H.  KETELHUT 

A.  A.  WILD 

O.  H.  KOEHLER 

C.  M.  WILLIAMS 

A.  A.  KRAL 

L.  C.  YEAGER 

F.  G.  KWONG 

W.   M.  YOUNG 

A.  W.   ZIEGLER 
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DEPARTMENT  OF  MUNICIPAL  AND  SANITARY 
ENGINEERING 

Faculty 

Professor  H.  e.  babbitt 

Senior 

H.  P.   POTTER 

Graduate  Student 

M.  C.  NICHOLS 


DEPARTMENT  OF  MECHANICAL  ENGINEERING 
Faculty 

Professor  A.  c.  willard 
Professor  o.  A.  leutwiler 
Professor  b.  w.  benedict 


J.  R.  BOYLE 
A.  M.  BRENNE 
E.  G.  CADAVAL 
GEO.  R.  CASKEY 
J.  B.  CATANZARO 
T.  E.  CLARK 
W.   E.  CLEVELAND 
C.  J.  DAVIS,  Jr. 
R.   F.   DOEPEL 
HUGH  FITCH 
MARTIN  FRISCH 
P.  P.  GLICK 
J.  A.  GOFF 

A.  M.  GRASSE 
H.  A.  GULLEY 
S.  J.  GULLEY 

B.  A.  HAGEN 
H.  G.  HENARES 


Seniors 

A.  M.  HOUSER 

R.  W.   IBENFELDT 

D.  L.  JACOBS 

G.  A.  LOFOUIST 
G.  L    N.  MEYER 
J.   S.  MOHR 
L.  F.   MULLEN 
R.  F.   PACKARD 

E.  G.  STALEY 
O.  F.   STAUDER 
D.   W.   STOCKHAM 
G.  G.  WATERS 

H.  W.   WERNER 
O.  N.  WILTON 
C.  S.  WRIGHT 

F.  M.  WRIGHT 
L.  H.  YEAGER 
H.  G.  ZEHR 
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DEPARTMENT  OF  MINING  ENGINEERING 
Faculty 

Professor  h.  h.  stoek 

MR    R.   W.   ARMS 


P.  B.  BUCKY 
L  W.  HUBER 
B.   B.   SEYMOUR 


Seniors 

F.   F.   STAMBERG 
H.   M.  WILTEN 
L    E.  WORMLEY 

Juniors 
T    W    TAYLOR 


DEPARTMENT  OF  RAILWAY  ENGINEERING 
Faculty 

MR    J.   K    TUTHILL 


C.  W.  CLEWORTH 
C.  E.  KEEVIL 
J    LEEMING 


Seniors 

F.  B.  METTERHAUSEN 
W.   B.   OVERBEE 
Z.   L.  PAWN 
J.  C.   YU 
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